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How to Report an Adverse 
Reaction to Any Vaccine: 
CHD International Vaccine 
Adverse Event Tracking 
System 


Children’s Health Defense (CHD) has joined with Doctors for 
Covid Ethics (D4CE) and other organizations around the globe in 
an effort to encourage, and make it easy, for health care 
professionals and vaccine recipients to report injuries and 
adverse reactions to any vaccines, including the new COVID 
vaccines. CHD and D4CE urge all healthcare professionals who 
are aware of a vaccine adverse event and anyone who suspects 
they have suffered any kind of adverse side effect — from any 
vaccine — to report these injuries. This information is critical in 
the assessment of vaccine safety. 


Three Options for Reporting 


VaxxTracker gives people a safe place to report symptoms they 
believe resulted from a vaccine. For consumers and healthcare 
professionals who are eligible to report to VAERS, we also 
recommend reporting to this system, as the Food and Drug 
Administration (FDA) and Centers for Disease Control and 
Prevention (CDC) are monitoring the adverse events reported to 
VAERS. All users of VaxxTracker can view charts and graphs 
illustrating the types of symptoms being reported, as well as the 
number of symptoms associated with specific vaccines and 
other trends. 


The VaxxTracker portal that is soecificallv for healthcare 


https://childrenshealthdefense.org/child-health-topics/known-culprits/vaccines-culprit/chd-international-vaccine-adverse-event-tracking-system/ 
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